SIR GEORGE WILLIAMS UNIVERSITY 
POS eae : RELEASE 


The retirement on May 31 of Dr. B.W. Roberts, Chancellor of 
Sir George Williams University and the appointment of Brigadier Fraser 
F. Fulton as his successor, were announced today by the Corporation of 
Sir George Williams University. 


Dr. Roberts has been a very active member of the Board of 
Governors for the past twenty-five years. He became a member in the 
spring of 190, he was appointed Vice-Chairman in July 19l1 and in June 
194.7 he was elected Chairman of the Board. In March 1960 he was 
appointed Chancellor of the University. 


Dr. Roberts has a very impressive record of community service 

and he is still very active in community efforts. Dr. Roberts is a 
retired Vice-President of the Canadian Pacific Railway, a Past President 
of the Rotary Club of Montreal, a Past Provincial President of the Boy 
Scouts of Canada, a Past President of the Canadian Railway Club. He 
is still an active member of the Rotary Club, an adviser to the Boy 
Scouts of Canada, a Governor of both the Montreal General Hospital and 
the Queen Elizabeth Hospital and a member of the Metropolitan Board of 
the Montreal Y.M.C.A. 

Se So 


Brigadier Fraser F. Fulton Vice-President, Administration, 
Northern Electric Company Limited will take office as Chancellor as 
of June lst, 1965. 


Brigadier Fulton is a graduate of Mount Allison University 
and of McGill University. He also has a distinguished record of com- 
munity service. He is an Officer Brother of the Order of St. John of 
Jerusalem, a Vice-President of the Queen Elizabeth Hospital, a Governor 
of the Montreal Technical Institute, a Life Governor of the Montreal 
General Hospital and a Director of the Metropolitan Board of the 
Montreal Y.M.C.A. 


Brigadier Fraser F. Fulton became Chairman of the Board of 
Governors of Sir George Williams University in 1963. The ceremony 
of installation of the new chancellor will take place in the fall of 
1965. 


Same sent: to all English newspapers, radio stations and T.V. stations, 


SIR GEORGE WILLIAMS UNIVERSITY 


1435 DRUMMOND ST., MONTREAL 25 : 
TELEPHONE 844-0131 
Le 31 mai 1965 


La Corporation de l'Université Sir George Williams a annoncé 
aujourd'hui que le Dr. B. W. Roberts, Chancelier de l'Université prendra 
sa retraite a compter du 31 mai et que le Brigadier Fraser F, Fulton 


lui succédera, 


Le Dr. Roberts, actif au sein du Bureau des Gouverneurs depuis 
déja vingt-cing ans, était élu Vice-Président en 1941 et au mois de 
juin 1947, il en devenait le Président. 11 fut nommé Chancelier de 
l'Université en mars 1960. 


Le Dr. Roberts a un dossier de service 4 la communauté Montréalaise 
des plus impressionant. En 1957, il prenait sa retraite comme 
Vice-Président du Canadien Pacifique, il fut Président du Rotary Club 
de Montréal, Président Provincial des Scouts du Canada, Président du 
Canadian Railway Club. Le Dr. Roberts est d*ailleurs encore trés actif 
il est membre du Rotary Club, aviseur aux Scouts du Canada, Gouverneur 
de l'*Hépital Général de Montréal et de 1'Hépital Reine Elizabeth et 
membre.du Bureau Métropolitain du Y.M.C.A..de Montréal, 


Le Brigadier Fraser F. Fulton Vice-Président, de la compagnie 
Northern Electric, Adminstration, deviendra Chancelier dés le premier 


juin. 


Le Brigadier Fulton est un gradué de l'Université Mount Allison 
et de l*Université McGill. Lui aussi se dévoue au sein d'organismes 
communautaires depuis longtemps. 11 est Vice-Président de 1*Hépital 
Reine Elizabeth, Gouverneur de Montreal Technical Institute, Gouverneur 
& vie de l'Hépital Général de Montréal et Directeur de Bureau Métropolitain 
du Y,M.C.A. de Montréal, 


Le Brigadier Fraser F. Futon acceptait la Présidence du Bureau 
des Gouverneurs de l'Université Sir George Williams en 1963. la 
cérémonie dtinstallation du nouveau Chancelier aura lieu 4 1*automne 


prochain, 


Same sent to all french newspapers, radio stations and T.V. stations. 


Du bureau de: Treff£1é Lacombe 
Adjoint au Recteur 


